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TOWER CONSTRUCTION COMPLETED OCTOBER 1, 2004 


Thanks to all of you who donated to the Tower Fund. We would not have been able to 
complete the job without your generous donations. The total cost of the construction is 
$38,000, which is $12,000 over our original estimate. Unfortunately, the contractor found many 
boards that were rotten; therefore, the Tower basically had to be completely rebuilt. We also 
had to purchase new glass for the project, which increased the cost. We received over 
$32,000 in donations and are so grateful to all who participated in this project. Your support 
has enabled us to maintain the integrity of the Tower and the symbolism it represents. 


